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FINAL DECISION

Janine C. Gismondi, Esq., Office of the-
Solicitor, U.S. Department of Labor,
Philadelphia, Pennsylvania, for Petitioner;
Ronald Thompson, President, Penn Coal Co.,
Inc., Philipsburg, Pennsylvania, for
Respondent.

Judge Kennedy

The operator having advised that it waives its right
to challenge the tentative decision in this matter entered
October 26, 1984, it is ORDERED:

1.   That the tentative decision be, and hereby is,
ADOPTED and CONFIRMED as the trial judge's
final disposition of this matter.

2.   That the operator pay the penalty found
warranted, $150, on or before Friday, February 1,
1985, and that subject tq^payment the captioned
matter be DISMISSED.

jnnedy
Administrative Law Judge

Distribution:

Janine C. Gismondi, Esq., Office of the Solicitor, U.S.
Department of Labor, 3535 Market St., Philadelphia, PA
19104  (Certified Mail)

Mr. Ronald Thompson, President, Penn Coal Company, Inc.,
P.O. Box 626, Philipsburg, PA 16866  (Certified Mail)

/ejp

,49

 deal with roof control and clean up, it seems
